Leak Alert™ 

Electronic 
Water Detector 



Undetected water can cause thousands of dollars in 
damage to your property and belongings. 

Key Features 

• Loud (95dB) alarm 

• Fully automatic operation 

• Low battery warning 

Applications 

Place anywhere the potential for flooding or leaking exists: 

• Under sinks 

• Near water heater 

• In basements 

• Near dishwashers and refrigerators 

• Under fish tanks 

• Near plumbing and toilets 





The ZIRCON Advantage 

• Loud alarm sounds with direct water contact. 

• Floats and signals for up to 72 hours. 

• Fully automatic operation-no wiring required. 

• Low battery indicator for optimum safety and 
performance. 
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Leak Alert™ Technical Information 



Dimensions 

Weight 

Battery type 

Low battery indicator 

Battery life 

Sound intensity 

Operating temperature 

Storage temperature 

Humidity 

Shock resistance 

Water resistance 



1.4 in. Hx2.4 in.Wx4.3 in. L 
(35 mm x 60 mm x 1 08 mm) 

2.3 oz. (66 g) without battery 

9-V alkaline (not included) 

Alarm will sound to indicate low battery 

72 hr. of continuous use (up to two years depending on use) 

95dB@ 10 ft. (3m) 

32° to 120°F(0° to 49°C) 

-20° to150°F(-29° to 66°C) 

80% RH (noncondensing) 

Shock resistant from a 6-ft. (1 .8-m) drop onto concrete 
Splash and water resistant, not waterproof (floats on surface) 



Order Information 

Leak Alert™ 



Part Number 
64003 



UPC 

0 42186 85008 6 
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1580 Dell Avenue 

Campbell, CA 95008-6992 

Tel: 800-245-9265 or 408-963-4550 

Fax: 408-963-4597 

E-mail: info@zircon.com 



